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Message Text 


CONFIDENTIAL 

PAGE 01 BUENOS 03473 210104Z 
70 

ACTION SY-05 

INFO OCT-01 ARA-06 ISO-OO /012W 

114436 

P 20201 1Z MAY 75 
FM AMEMBASSY BUENOS AIRES 
TO AMCONSUL RIO DE JANERIO PRIORITY 
INFO AMEMBASSY PANAMA PRIORITY 
SECSTATE WASHDC PRIORITY 0000 

CONFIDENTIAL BUENOS AIRES 3473 

DEPT FOR A/SY/T; PANAMA FOR RSS AND OIC/RTC 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJ: FAILURE CCTV SYSTEM 

1. IR TV SYSTEM PROVIDING COVERAGE FOR ROOFTOP AREA OF 
CHANCERY HAS CEASED TO OPERATE. PROBLEM BELIEVED TO BE 
MONITOR. TRANSFORMER OF MONITOR MAY BE BURNED OUT. REQUEST 
VISIT OF TSO FOR IMMEDIATE REPAIR OF SYSTEM. INTERCHANGING 

OF MONITORS MAY NOT PRODUCE SOLUTION TO PROBLEM. 

2. REQUEST THAT DURING THE COURSE OF THIS VISIT SYSTEM 
PROVIDING COVERAGE FOR FRONT DOOR CHANCERY BE CONVERTED 
FROM WHITE LIGHT TO IR. CONVERSION OF THIS SYSTEM IS DEEMED 
TO BE NECESSARY IN ORDER TO PRECLUDE "SPOT LIGHTING" OF 
INDIVIDUALS REQUESTING ACCESS TO CHANCERY DURING DARKNESS. 

3. IT IS REQUESTED THAT AN ADDTIONAL CCTV SYSTEM BE 
INSTALLED AT THE ENTRANCE OF THE CHANCERY IN ORDER TO 
PERMIT MSG TO VIEW OCCUPANTS OF AUTOMOBILES PRIOR TO 
OUTSIDE DOOR BEING OPENED. EQUIPMENT REQUIRED, CAMERA 
MONITOR, ZOOM LENS, PANTILT, ALL WEATHER HOUSING, APPROX- 
IMATELY 50 FEET LENGTH OF CABLE. 

4. OUR SYSTEMS ON ROOF WERE FUNCTIONING VERY WELL AND 
FOUND TO BE VERY EFFECTIVE FOR NIGHT SURVEILLANCE UNTIL 
THIS FAILURE OCCURRED. ONLY ONE SYSTEM IS INOPERATIVE. 
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SUGGEST REPLACEMENT UNITS BE BROUGHT FOR BOTH MONITOR 
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AND CAMERA OPPOSED TO JUST THE MONITOR. 

5. ADVISE RSO BY RETURN MESSAGE EXPECTED ARRIVAL DATE OF 
TSO. 

HIT I. 

CONFIDENTIAL 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 20 MAY 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: CunninFX 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975BUENOS03473 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D7501 77-071 6 
From: BUENOS AIRES 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750533/aaaabdbv.tel 

Line Count: 66 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SY 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: CunninFX 
Review Comment: n/a 
Review Content Flags: 

Review Date: 03 SEP 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <03 SEP 2003 by BoyleJA>; APPROVED <19 DEC 2003 by CunninFX> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FAILURE CCTV SYSTEM 
TAGS: ASEC 
To: RIO DE JANEIRO 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



